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The City & Guilds Textbook: Plastering for Levels 1 and 2 is available as a Whiteboard eTextbook and Student eTextbook.

Whiteboard eTextbooks are online interactive versions of the printed textbook that enable teachers to:



	Display interactive pages to their class

	Add notes and highlight areas

	Add double page spreads into lesson plans





Student eTextbooks are downloadable versions of the printed textbooks that teachers can assign to students. Students can:



	Download and view them on any device or browser

	Add, edit and synchronise notes across two devices

	Access their personal copy on the move





 

Find out more and sign up for free trial - visit: www.hoddereducation.co.uk/dynamiclearning
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I was brought up in a small village in the Snowdonia National Park, North Wales where I continue to live with my family. My plastering career started at the age of 16, attending Bangor Technical College under a three-year apprentice scheme. During my time as a student at the college I won the Blue Circle Apprentice Award as well as the British Gypsum Young Apprentice Plasterer Award.

Following my time at the college I went on to work as a self-employed commercial and private plastering contractor for a number of years, and today I continue to practise those traditional and modern skills and techniques on a smaller scale.

For the past 26 years I have been a lecturer and programme leader in the plastering section at Grwp Llandrillo Menai. I’m proud and honoured that during my time at the college many of our learners, including the plastering department, have been successful in achieving Regional and National awards.

During the last 9 years I’ve also worked closely with City & Guilds, developing and writing new qualifications and assessment material, including developing smart screen teaching resources and training manuals for plastering and dry lining to support teaching staff. I have recently become a Principal Moderator and chief examiner for City & Guilds technical qualifications.

Publishing this book has given me the opportunity to reflect on my own plastering experiences and be able to pass on this knowledge to other learners to help them achieve their future aims.

Kevin and Mike would like to add that if you talk the talk and walk the walk success and rewards will come your way.
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How to use this book


Throughout this book you will see the following features.

Industry tips are particularly useful pieces of advice that can assist you in your workplace or help you remember something important.


INDUSTRY TIP

In the apprenticeship training period of your career, you will be paid an agreed amount per week. When fully competent, plasterers are usually paid per square metre of materials applied to surfaces.



Key terms in bold purple in the text are explained in the margin to aid your understanding. (They are also explained in the Glossary at the back of the book.)


KEY TERM

Corrosion: any process involving the deterioration or degradation of metal components, where the metal’s molecular structure breaks down irreparably.



Health and safety boxes flag important points to keep yourself, colleagues and clients safe in the workplace. They also link to sections in the health and safety chapter for you to recap learning.


HEALTH AND SAFETY

A fire extinguisher should always be available when using any form of soldering equipment.



Activities help to test your understanding and encourage you to learn from your colleagues’ experiences.


ACTIVITY

What would motivate you to improve your work? Make a note and discuss with your team to see what motivates them.



Improve your maths features provide opportunities to practise or improve your maths skills.

Improve your English features provide opportunities to practise or improve your English skills.

At the end of each chapter there are some Test your knowledge questions. These are designed to identify any areas where you might need further training or revision.

The apprenticeship only icon identifies content that is relevant to apprenticeship learners only.
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